







732 - 821-0067 


PoMoUin-; D oM oi d ?n g c„m 


Molding & Painting Experts 


Installations, crown molding, 
wainscoting, fireplace mantels, 
coffered ceilings, built-in units & 
quality painting. Providing exceptional 
service and expertise with a proven 
record of success since 2007. 


EXTERIOR PAINTING 


CROWN 
MOLDING 
SPECIAL 

1 ROOM OF 
5V4" CROWN 

$350 

room may not exceed 12'x14’ 
is max ceiling height 9' 


BUILT-IN UNITS 


IRON BALUSTERS 

from $ 18 / each installed 


iK! 
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Call Today For Your FREE 


In-Home Demonstration! 

NY/NJ/CT Licensed & Insured S 


NJ HIC #1 3VH01 504400 


m% FINAN.eiHQ *- LQW MONTHLY PAYMENT?* 

Roofing $109 per mo. Kitchens $200 per mo. 


Siding $142 per mo. 

Windows...... $108 per mo. 

Porches/Steps/Decks... $88 per mo. 
Brick/Stone/Pavers $99 per mo. 


Bathrooms... $150 per mo. 

Basements $225 per mo. 

Additions......... $500 per mo. 

Waterproofing $100 per mo. 


Rates and payments based on credit and bank approval. 


BBB 


faCC 


Savings 


10% OFF 


with 


this 


ad 


onlv! 


Exp 


10/31/14 


A NU i b t-KUM I Hb PUBLISHED: Please be advised that the 'Home Improvement Uuide' does not endorse or verity the claims a rid contents ol the advert i sers i n the 


We simply act as a medium for home improvement companies to promote to the public. We shall not be held liable for any loss w thStotion 

l he contents of this publication cannot be reproduced without the written consent of the publisher. 






Please Say You Saw It In The Home Improvement Guide 


AURIC 

Four Generations of Experience 


Construction 

Residential and Commercial 


ADDITIONS • RENOVATIONS • DEMOLITION 
KITCHENS • BATHROOMS • HVAC • ROOFING 
LANDSCAPING & DESIGN 
PAINTING • SHEETROCK • ETC 

• COST EFFECTIVE PRICES FOR TIER 1 QUALITY • 


'-m ijfa. 1 ' 

‘ “1 1 II 


tu- 


la 


FALL 

SPECIAL 

10 % 

OFF 

ALL 

PROJECTS 

With this ad only. 
Cannot be combined 
with other offers. 


You can be sure that AMRIC will provide unparalleled services and cost 
effectiveness that will meet each project’s criteria. Our goal is to work closely 
with our clients to ensure that each and every project is satisfactory. 


CALL TODAY! 

Free Consultations & Estimate 

732 - 915-4565 

IS 


Four Generations of Experience 
NJ HIC #13VH07855100 | Fully Insured 

Also Featured In: 
House & Home, The Courier News & Trl City News 


2 Home Improvement Guide, 440 Route 34, Suite 2, Colts Neck, NJ 07722 
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FED UP WITH HANDYMEN WHO 
NEVER SHOW OR RETURN CALLS? 


WE WILL SAVE THE DAY! 



IVe Have NO Salespeople! 

You will deal ONLY with the man who does your job! 


HANDYMAN JOBS: 

SHEETROCK (DRYWALL) 

SPACKLE, TAPE, PAINTING 
CERAMIC TILE 

CROWN, CHAIR, BASE MOLDING 
LAMINATE / HARDWOOD FLOORS 
GROUTING 
POWERWASHING 
WAINSCOTING 

DEADLINE PRE-SALE / RENTAL FIX UPS 
& MOVE IN REPAIRS 
WOOD STEPS REPAIRED / REPLACED 
UNSAFE: BROKEN DOORS / WINDOWS 
REPAIRED / REPLACED 


HOME IMPROVEMENTS 

AT HANDYMAN PRICES!" 

NEW BATHS OR FIX UPS 
NEW KITCHENS OR FIX UPS 
NEW BASEMENTS OR WATER DAMAGE 
DECKS BUILT / REPAIRED / STAINED 
NEW SIDING OR REPAIRS 
RESTORATION / MOLD / RECONSTRUCTION 
REPAIR/REPLACE FLOORS 


No Extra $$$ For Weekend Work! 


EMERGENCY REPAIRS NO EXTRA $$$! 


www.NJHANDYMANHEROES.com 


Our craftsmen have passed background checks! 

HO COUPONS OR OTHER 
LOW-BALL COME-ONS. 

JUST GOOD WORK AND 
REASONABLE PRICES EVERYDAY! 


Serving Central New Jersey 

1 - 888 - 625-4840 • 732 - 970-9734 

Fully Insured • NJ Contractor Reg # 13VH04667100 


October 2014 

Visit Us On The Web @ www.HomelmprovementGuides.com 
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universalwindowsni.com 


Wt0ff $2W8ff mm IMWWF 

. - . lu: .... M liiu titf HiM&Mrf 


£ ll|j*|rirt(liP tut liny ft ; ! |m f Hi m a| fiftfift tlftfttf > r 111 Ml wJaat* ju Wjuu. s 'i W ll'S I Rll (iff flSISf 

i lllliMWS Or More flltw Muf W “ BMf 10 ffiBuffli ®f $ 01 % nprMuwwii 

* With this ad. Not valid on previous orders Jj With this ad. Not valid on previous orders. With this ad. Not valid on previous orders. JWfW 

I Cannot be combined with any other offers, Cannot be combined with any other offers. ” Cannot be combined with any other offers. 

I limited line offer. M Limited time offer, 'll Limited time offer. 


j)| Call for details- With this ad. Not valid on previous fj 
iij orders. Cannot be combined with any other offers. » 
’ “ Limited time offer. 




CaUTo<day fot a Free "No 1 Hassle" Price Quote 

782 - 738-1900 

696 6m Brunswick Hue 
moUMMBc, m > %, 

m m m » immune St *' 
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Tub to Shower Conversion 
to Fit Any Budget 

Taking a Shower JUST GOT A LOT SAFER! 

TWO CHOICES to choose from at an AETORD ABLE PRICE! 



A Tub to Shower Conversion from 
One Day Bath can turn your under-used, 
outdated tub into a fully functional 
shower. Unlike major bathroom 
renovations, tub conversions can usually 
be completed in as little as one to two 
days for a more affordable price. 






FREE 

Grab Bar 

With Tub to Shower Conversion 
With this ad. Cannot be combined. 
Expires 10/31/14. 


The Tub Cut is just a half day process 
that converts your existing tub into a 
walk-in shower with factory finish. A 
simple shower curtain or shower 
doors hold the water in. 

Tub & Tile Reglazing 

l\lo Demolition • Ready In 24 Hours 

Custom Colors • All Chips Repaired 
5 Year Guarantee 


1-866-97M8Z8 

www.cutatub.com 

NJ HIC REG #1 3VH07801 300 



ONE DAY BATH 


i 


tat. 


October 2014 
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Choice of 2 Cherry or’ ^ 
1 Maple Cabinet Styles^ 

3 Granite Color Choices# 
Frigidaire Appliances 
Sink & Faucet 
Includes Installation 

«t 

10 x 10 Package As Shown 


ALL KITCHEN PACKAGES BASED ON 


Semi-Custom Cabinets - Cherry or Maple with 
Choice of 3 Door Styles & 7 Colors 
KitchenAid Appliance Package . / 7 ■ / g ■■ ■■■• 
12 Granite Color Choices • Freeln-Hom 

Sink & Faucet Consultatio 

Installation Included . "IP 


Custom Cabinets - Cherry. Maple, Alder or 
Birch with Choice of 12 Door Styles & 14 Colors 
Viking Sta inless Steel Appliance Package^ 
20 GranitlVoIor Choices 
Sink & Faucet * Installation Included#- 


For all of you who either lost your 
home or have damage from Sandy, 
'ourjiearv&ond prayers go out to you 
and your families. Let our family help 
your family get your life hack together 

We do everything from inexpensive 
stock kitchens to custom k itch e ffec t** 
reasonable prices. . 

‘All pictures in tfhs ad are our designs 
and installations. 


102 North Union Aue 
Cranford. NJ 07016 


Family Owned & Operated 
NJ HIC # 13VH02793100 


The Kitchen Of Your Dreams Without The Nightmares 

DESIGN • SALES • INSTALLATION 




i-iea&e o<iy tou oaw u m i ne nome improvement Guide 


OPtNTOTHE 


Soles To) t 


We Manufacture Our Own Windows to Save 
You Money on All Your Window Projects 

Ask About Our Multiple Project Discounts 

We Carry Every Style In Any Shape, Size & Color 

Replacement, New Construction & Commercial 
Windows Available in Vinyl or Aluminum 

Hundreds of Windows Available 
for Immediate Delivery or Pick Up [ 

Also Available: 

Professional Window Installation 
All Types of Glass & Screen Repairs 

Tune Up Your Windows - 
We Carry Most Window Parts 

FREE ESTIMATES 


Window Plus 

HOME IMPROVEMENT PROOUCTS 

Passaic, NJ 


il www.Window-Plus.com 


Contractors 

w Dealers 
> owners _ 


October 2014 7 
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No Job Too Big or Small 



Construction LLC 

Roofing & Siding Experts 


NJ HIC #13VH03901200 


New Roof • All Trim Work 

Re-Roofing • Seamless Gutters 

Rubber Flat Roof * Replacement Windows 
Vinyl Siding • Decks, Carpentry 

1 8 Years of Experience 


SATISFACTION GUARANTEED 


Owner Operated 

CALL TODAY FOR A FREE ESTIMATE 


Se Habla Espanol 


908 - 472-4453 

Visit Our Website 

www.RJMasterConstruction.com 



FREE 

GUTTERS 

With Any Complete 
Siding Job 


With this ad only. Not to be 
combined with other offers. 
Limited time offer 


$700 

OFF 

Any Complete 
Roofing Job 


With this ad only. Not to be 
combined with other offers 
Limited time offer 


wayne A. Potts 


CUSTOM BUILDERS 


Additions 

Garages 

Kitchens 

Baths 


Roofing 

Siding 

Windows 

Doors 


• Concrete 

• Masonry 

• Driveways 

• and More! 


HURRICANE SANDY VICTIMS 

No Out of Pocket Expenses! Pay No Insurance Deductibles! 


lO YEAR 

WARRANTY 

ON ALL JOBS 

PLUS! We will match any 



j written proposal & beat it by 


10 % 

HUD Approved Contractor For 35 Years 
-•» “ Let m Y 40 P lus years of experience work for you I" 

BBB www.WaynePottsCustomBuilders.com 



Don't Spend More Money to Replace It, 

Spend Less and Refinish It! 

Bathroom St Kitchen 
Resurfacing 

Bathtub St Tile Refinishing 

7 Year Written Guarantee On All Work Done 

fiftArmor Coat > N 

Refinishing /ccHoff 

Call: (732) 797-1338 V*?" | 

Toll Free: (888)844-8995 V'-— W 


Bayville, NJ 08721 

NJ HIC REG #1 3VH07440400 


isa 


ALWAYS A FREE ESTIMATE 

Call 215-833-3310 

To Schedule An Appointment 

Insured - NJ HIC #13VH00859500 - PA Lie # PA045788 


8 Home Improvement Guide, 440 Route 34, Suite 2, Colts Neck, NJ 07722 
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HEATING UP 




J Wgfci..r i’THi'M 



FIGHT 

A.J. Perri will donate $1 for 
every Service Call during October 
to Breast Cancer Research. 


SAVE UP TO $2800 

ON A NEW HEATING & COOLING SYSTEM WITH 
NO MONEY DOWN AND SPECIAL FINANCING.* 
AND REDUCE ENERGY COSTS BY UP TO 35%! 

(Includes $1300 Manufacturer Discount Thru Oct. 15th Only) 


PERRI 


INC. 


C A.J. PERRI 

SERVICE 



l love -TWose 6wyS- PLUMBING ■ HEATING ■ COOLING 


turn to the 


experts . • „ 


(732) 978-4080 | AiPERRI.COM 

100% SATISFACTION GUARANTEE 



MAINTENANCE SPECIAL 


ONLY $89 

21-Point Furnace Tune-Up 


n r * 

if 


*$89 Tune-Up Guarantee: You will save money on your utility bills and 
system will not break down this season after our tune-up or we’ll refund 
the entire cost, or credit it to the repair. Present at time of service. Cannot 
- nuMcnc m K«ATiNCBcoouwa 1)6 combined with other offers or discounts. Some restrictions apply. Oil . 
L sterns ^59Jffe|_exeiresJ_1/j5/14_HI1014 J 


A .1.1 


PERRI 


Iwc 


PLUMBING SPECIAL 


$100 OFF 

Any Size High-Efficiency Water Heater 


AJ.I 


PERRI 


me 


at time of service. Cannot be combined with other offers or 


AJ. 


PERRI 


SERVICE SPECIAL 


FREE! 

Plumbing or Furnace Diagnosis 

(With Any Repair) 


me 


i ~ — Present at time of purchase. Cannot be combined with other offers 

L ^discounts. Somereshictions applj^Off er_expires_Vl /15/14^HI101 4 


DRAIN CLEARING 


ONLY $99 | 

Any Drain, Any Time 

Includes 1-Year Guarantee 


AJ.I 


PERRI 


me 


Regular price $1 79. Includes: Camera Inspection & 1 -Year Guarantee! Present 

NEW JERSEY'S HEATING , COOLING & PLUMBING EXPERTS SINCE 1971 

‘Menufacturer rebates up to S1.300 bared oo model and elficiency and include Infinity control unit and indeer air quality products. Manufacturer rebate expires 10/15/14. Up to S250 Recycle Rebate available for air^i 
SSSf'I.W “ C ^rhoie heating/cooling system when new system purchased tram AJ Perri. Up to 5500 Rew Jersey Natural 6as (NJNG) SAVE6REEN rebate on Energy Star rated furnaces with a 

or ““81 Sla( ra,alt ftydretHC boilers with an 85% AfUE (or higher) or steam boilers with an 82% AFUE (or higher). Program valid while funds Iasi or through June 30. 2015. Up in 5500 COOLAdvantage utility rebate valid 
on central a r conditioner with compressor and coil combination that yield >= SEER IT and EER 13 effective on or alter July 1, 2013. Other utility rebates may he available: ask lot details. Utility rebates only available while funds remain and 
ate subject to cancellation by utility companies without notice. Customers wbu have, or will be receiving a rebate or other financial incentive for the purchase/installation el a furnace/boiler pursuant to any I JCEP rebate or incentive program 
(miiome. Per forman ce w Energy Star) are not eligible to participate in or receive rebate from NJNG under this rebate program. Financing through Wells Fargo with approved credit. See dealer for details. Advertisement must be presented 
at time ot purchase service or equipment contract and not valid on previous sales. Cannot be combined with other discounts. S8S Tune up guarantee: you will save money on yout utility bills 1 system will not break down this season AFTER 
our tune-up or we II refund the entin cost. Oil systems 5159 Espires 11/15/14. Plumber License #: 36BI01256600 - NJ CONT LIC # 13VH00346300 |fj us Qn Facebook! 5 @AJPerriHVAC 
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Protect & Beautify 
Your Home 
With Gutter Shell 

Lifetime Maintenance 
Gutter Protection System 


gvgll 


Installed Over New 
or Existing Gutter 
Prevents Water 
Damage, Ice Damming 
Bird Nesting, Squirrel 
Problems 

Stop Gutter Cleaning 
Forever! 


we install aluminum a copper gutters 



Tri State Cutter Solution Inc . 13VH07782800 

Call Today For a FREE Estimate 1 - 800 - 903-1888 

Northern, Central NJ’s Full Service Gutter Company. Locally Owned & Operated Since 1992 


Seamless Residential & Commercial Gutters, Seamless Industrial Gutters (7” Box) 
Seamless Half Round/Decorative Gutters, Soffit and Wood Wraps 


10 Home Improvement Guide, 440 Route 34, Suite 2, Colts Neck, NJ 07722 

To Advertise Call 732-780-7474 Fax 732-414-1736 Email info@homeimprovementguides.com 


- .. 




Please Say You Saw It In The Home Improvement Guide 


Attic Clean-Up 

Pluntlww ™ 



Vtnt SUck 

RkmmU 
Ufin 

AnkHMcb 


Ouct Ressitf 




WE CAN HELP 

• Clean urine, feces and droppings from your attic crowl space 

• Prevent bad odors & build up from causing allergens in your home 

• Remove dead animal carcasses that can spread diseases like 
Salmonella and Hantavirus throughout your home & can 
potentially contaminate food sources 

• Eliminate all points of entry for unwanted critters 


Free Estimate ^ 

i (888)762-4764 

Licensed | Bonded | Insured 


For More Info Please Visit www.NJattic.com 


[AIR DUCT REPAIR & REPLACEMENT! 


OUR COMPANY SPECIALIZES IN: 


• Attic Clean Up 

* Insulation Removal 

* Rodent Proofing 

• Crawl Space Cleaning * 


* Attic & Crawl 
Space Insulation 

• Sanitation 




$94 


ATTIC 
CLEAN UP 
Reg $199 SPECIAL 

We remove & vacuum all animal i rodent waste. 

Price per single residential attic space. Limited time offer. 


$10 OFF 

for seniors, 
veterans & 
expectant moms 


We are not exterminators. We only dean what rodents leave behnd. 




October 2014 
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■FREE 

MEASUREMENTS _ 

foivAHiKitchemDesign,_ 


Guaranteed Quality at the lowest Price * Installation Available 


jss 4 732-335-8888 

* m ~ 843-460-0541 

“j pgg 

r,. 3< s<.u.h mama " 1 00 Rt 36, Keyport, N] 

Open 7 Days a Week | Mon-Sat 9am-7pm, Sun 9am-6pm 


KITCHEN & BATH REMODELING 


Famous 

Cabinet Brands 

III IMi . *mm «h» 

ife" 


Hundredswfc* 
Natural & M ' 
Artificial 

gig ~ 

^Suntertops 

Best Selection 
of Unique 
Mosaic Tiles 


SPECIAL OFFERS 


SPECIAL PACKAGE 

10' x 10' Kitchen from $4,000 

Includes: Solid Wood Cabinets, Countertop & Installation 


GRAND OPENING 
SPECIAL 


Granite 

2° /“.Off $45.99 

Cabinets 1 installed 


•ttff/lggisgij 


XING WANG 


KITCHEN & BATH INC. 


— 


Granite | Marble Tile | Counters | Cabinets 
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WE DO IT ALL 

From Design & Permit Work 
to Construction & Finish 

★ Major Storm Damage# 

Restoration • Reconstruction • Sunrooms • Porches 
Additions • Renovations • Dormers • Garages 
Custom Kitchens & Baths • Finished Basements 
2 Story Conversions • Roofing • Siding 

Painting • Exclusive Decks • 3 Season Rooms • Enclosures 
Walks, Patios & Pavers • Stone Veneer 

★★★★★ RATING 

FREE ESTIMATES • FINANCING AVAILABLE 
INSURED • NJ HIC #13VH04693500 
45 YEARS OF EXPERIENCE 



OF HUNTERDON COUNTY 

908 - 75 1 -4205 

wvrw.allstarcontractorshc.com 


10% OFF 


CONTRACT PRICE 

Maximum $6,000 
Upon Immediate Acceptance 
Expires 10/31/14. 


5% OFF 


CONTRACT PRICE 

Maximum $3,500 

Upon Immediate Acceptance 

Expires 10/31/14. 


S. Environmental, Inc 



NJ State Approved • NJDEP Licensed 
Fully Insured • We Will Beat Any Competitor s Price! 


I 

I 

I 

I 

I 

t 


$ 25°° OFF •« $ 50 m OFF 

Aboveground !I Tank Abandonment 
_ , . 11 or Tank 

Tank Remova 


Coupons may not be combined 
with any other offer. 


II 

II 

Jl B. 


Installation 

Coupons may not be combined 
with any other offer. 



00 Qpp, 

■ Underground ■ 

■ Tank Removal i 

| Coupons may not be combined | 
with any other offer. 

■ -4 


(908) 213-9400 • Toll Free: 888-447-TANK 

FREE ESTIMATES • Residential • Industrial • Commercial 


October 2014 
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Plus permits. May not be combined with other offers. 


Statewide 
Environmental Services 


OIL TANK 
SERVICE 


NJ HIC #1 3VH02280000 


www.oiltankservice.com 


State Certified 
Fully Trained 
Field 

Experienced 


Locate Oil Tank 
Environmental 
Surveys 
Soil Analysis 
Preliminary 


Inspections 
Installations 
Repairs & 
Pumping 


All Permits 
Clean Tank 
Remove Tank 
Soil Removal 


Real Estate 

Audits 

State Grants 

Environmental 

Questions 

Liability 

Insurance 


P — easternrefinishing.net 

I DON'T REPLACE YOUR BATHTUB.. 

I REGLAZE IT! 

I We also do sinks and tile refinishing 





*379 


Reg. $479 00 

SAVE $100 

Exp. 11/20/14 


ROOFING & SIDING 
All Shingle lobs 


Re-Roofs 
Tear-Offs 
Flat Roofs 



All Vinyl Siding lobs 

Ho Job Too Small or Too Big 


EASTERN REFINISHING CO. 

1 _ 1 - 800 - 463-1879 

|[jJl§S»| Ask about Stonefleck Countertops 

14 Home Improvement Guide, 440 Route 34, Suite 2, Colts Neck, NJ 07722 
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Oil Heat 

• Pricing plan options to suit your needs 

• SmartPay budget payment plan 
to help manage oil costs all year 

Propane 

• Competitive prices 

• No hidden fees 


p I ' 

Multiple service 

Sales, service 

24/7 service 

plans — bundle 

and installation 

and support 

plans to save 

of energy-efficient 

you can depend on 

even more 

heating systems 

— in any weather 

- 


Call today for special offers! 1.866.542.3178 


Oil | Propane | Heating | Cooling 
Plumbing | Generators | Chimney 
Home Security 



PETRO 


HOME 

SERVICES 


petro.com 


petro mobile 


□ 


connect on 


f#(fein3 + 


Additional terms and conditions may apply. Some services may not tie available in all areas. NJ lie. No. NJ13VH03882400. ©201 4 Petro. P 1 4484 
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V EFFICIENT 


Double Hung 

... . tap. ftltf ^ ** 


Slider Windows f 1 
Bow & Bay Windows 
Sliding boors' ■ 

Is ■ («* L 


IT' GQOfi ” 
r HOliSEKEEf‘IP4G 
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Per Window 
Wood Out 


IMIMEBHHMiSMNMli 

REP.L'A'CEMENiTMINQOWS 


Call for your FREE In-Home Demonstration 
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Operated By All American Patio, LLC | Licensed & Insured | NJ HIC REG #13VH03505000 


Visit Us On The Web 


October 2014 
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AMSEMENTYf 



asement 
Foundation 
1 roblems 


asement 
umidity 
Mold Control 


Quality 1st Baseme 

Responsible Waterproofing® : : 


t as 

Your Loeal Certified Waterproofing Experts 


888 - 906-7922 

Basementlmprovements.com 


jjjj j 




asement 
Waterproofing 
Insulation 

nergy Savings) 


dncrete 

eveling 


.and Nasty 
rawl Spaces too! 



Any project over $2000°° 


MV L»C a 127*423 • NJHlCs 1 3 VH01 833300 


Cannot be combined with any other offer. Please present 
at time of estimate. Cannot be added towards existing 
estimate. Expires 1 2/31/1 4 


1 8 Home Improvement Guide, 440 Route 34, Suite 2, Colts Neck, N J 07722 
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CHIMNEYS 


ROOFING 


SIDING 


MASONRY 
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GUTTERS 


EXPERTISE RESTORATION 

ROOFING • SIDING • GUTTERS • MASONRY 

1 - 800 - 735-0742 


www.ExpertiseRestoration.com 

Serving All of New Jersey • Fully Insured 
NJ HIC REG #1 3VH07877900 

SIDING 

installed & repaired 

ROOFING 

NEW roofs, re-roofs, flat, 


shingles, all repairs 

GUTTERS 

cleaned, repaired, 
screened & installed 


CHIMNEYS 

repaired, rebuilt, rellned, 
cleaned & capped, 
animal & nest removal 

FIREPLACES 

cleaned, repaired, dampers 
installed, complete rebuilds 




PAVERS/MASONRY 

steps, sidewalks, driveways, pavers, 
foundation repairs & waterproofing, 
all brick & block work & retaining walls 


CALL FOR YOUR FREE ESTIMATE TODAY 
100% CUSTOMER SATISFACTION 

GUARANTEED! 

YOUR FULL SERVICE PROVIDER 

SENIOR CITIZEN DISCOUNT 

All types of 
masonry, 

Any job over 
$3,500. 


S275 OFF 

MY NEW STEPS 

WillHIH^cmpM. NloUalid wilh other offers or prior services. Expires 11 / 15 / 14 . 
~ — ““i r” 


Expertise Restoration 
1-800-735-0742 


GUTTER CLEANING 
AVERAGE SIZE HOUSE 

Expertise Restoration 
1-800-735-0742 
With this coupon. Not valid with other 
iffersorjrior arvices. Expires 11/15/14 


CHIMNEY CLEANING 


Expertise Restoration 
1-800-735-0742 
With this coupon. Not valid with other 
Iprsorjrlor services. Expires 11/15/14 


| ANY COMPLETE ROOFING 
|A SIDING JOB OVER $5000 

I Expertise Restoration 
1-800-735-0742 

' With this coupon. Not valid with other 
jffersorjrior services. Expires 11/15/14 


CHIMNEY RAIN CUPS 


Expertise Restoration 
1-800-735-0742 


With this coupon. Not valid with other 
|ot1ersjirjrJo r jerv i cesJx£iresJ_M5/14_ 

Proper repairs prevent additional damage! CHIMNEY RELINING, FIREPLACE REBUILDING, MASONRY, RESTORATION, SWEEPS & CAPS 


Visit Us On The Web i 


October 2014 
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Gutter Installation | Gutter Repair | New Roof | Roof Repair | Re-Roof 
Sidewalk | Belgian Block | Retaining Walls | Waterproofing | Block & Brick 
Driveway Sealing | Steps | Pavers | Chimneys | Power Washing 


MU) 


U erseyStro n g RoofingandChi m n ey.co m 


Fully Insured • Residential & Commercial • Senior Discounts • Financing Available • Competitive Pricing • NJ HIC REG #13VH07839800 


10% OFF | 

Any Masonry Job 

With coupon. Coupon must be presented at time i 
of estimate. Not valid with other offers. 1 

j $500 OFF i 

| Any Complete Roofing & Siding Job j 

1 With coupon. Coupon must be presented at time | 

1 of estimate. Not valid with other offers. ! 

i $29.99-$69.99 i 

| Chimney Cleaning 

1 With coupon. Coupon must be presented at time i 

1 of estimate. Not valid with other offers. 1 

$49,99 Gutter Cleaning 

Average Size House 

Additional charges may apply for 
multi-level roof & seasonal conditions. 

With coupon. Coupon must be presented at time 1 
of estimate. Not valid with other offers. 

$250 Power Wash | 

| Average Size House j 

i i 

1 With coupon, Coupon must be presented at time 1 
of estimate. Not valid with other offers. 

$125 Roof & Gutter Tune-Up 

I Includes clean out and tighten all gutters and 

1 downspouts, check under roof & flashings, 

check vent pipes. Up to 1000 ft of gutter. 

1 With coupon. Coupon must be presented at time 
of estimate. Not valid with other offers. 
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I # 

Tired of paying 
ana being uncomfortable? 

Call today for a FREE In-Home estimate! 

IMS (MtorO ESb (SEtDdBuOsoQttr© 
(tec? 06 0831b gb^@§ [?©t7 fifl® 


Call Us Today 
for Utility 
Company & 
Manufacturer's! 
Rebates! 


*500 OFF 

Heating & 
A/C System 

Installed before 11/7/14 


Restrictions apply. Cannot be combined 
I with other offers. Expires 11/7/14. gjgj 


nth 


$ 250 OFF 

Any Heating 
System 

With the installation of a 
heating or cooling system 

Restrictions apply. Cannot be combined 
I with other offers. Expires 1 1 /7/14. . 


i 


Deal Directly with 


848 - 200-7600 Cokmn% 

www.FCComfort.com n 


Carrier) Goodman 


3 tawVi Master HVACR Contractor • NJ HIC #13VH05669200 


FUJITSU 


1 


s 
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S/) /)/)... 

Por cl PecLce-fv! 


oC 


*1280 & UP 

Professional Standard Installation Included 


Ductless System 


COOL & SAVE 

$500 NJ REBATE 

(FOR QUALIFIED MODELS) 


DISTRIBUTED BY: 

L&J AIR CONDITIONER 

861 ROUTE 1 SOUTH 
EDISON | NJ 08871 


(AT OLD POST RD) 


DISPLAYED IN WOODBRIDGE MALL 
& BRIDGEWATER MALL 

CONTRACTORS WELCOME 


(848)200-1588 

(732)243-9553 
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COMMERCIAL & RESIDENTIAL 

Shower Doors | Shower Enclosures | Mirrors | Table Tops 
Storm Doors & Windows | Storefronts | Curtain Walls 
Aluminum Framing | Aluminum Doors | Door Repairs | Screen Repairs 


fTO% 

OFF 


ANY SHOWER j 
ENCLOSURE 

With this ad only. Cannot be combined i 
with other offers. Limited time’offer. 1 


1 - 800 - 829-5365 

www.LeadingEdgeGlasis.com 

sales@LeadingEdgeGlass.com 

Fully Insured & Registered • NJ HIC #1 3VH07065500 
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• * j i/ 

Ovality 1 st SassrmqM 




888 - 906-7922 

8 a*#mr?ntl m p hi w *5 m im t i 
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AFTER 



• Dehumidifiers 

• Sump Pumps 

• Mold Treatment & Prevention 

• Crawl Space Cleanouts 

• Crawl Space Door Replacement 

• Crawl Space Encapsulations 

• Insulated Flood Vents 

• Insulation Removal & Installation 

• Full Pest Control Services 

Can for g it§§ mtimam & ws lutfen §f your §mwf space. 


732-481 -2800 


CRAWL SPACE 

CowleyCrawlspace.com 


We service oil of New Jersey 
fully Insured 
lie® 1 3VH05 158900 
Member of B6B.. NPMA, NJPMA, NWCOA, NJWDCOA, CAI, IKEM 
BOMA NJ, ond IAQA 

38 Wesi Sylvonia Avenue Neptune City, NJ 
© 20 1 4 Cowleys Termite & Pest Services 



The real solution to all crawl space problems. 

- Get rid of mold & musty odors 

- Repair rotting floor joists, sill plates and i 

- Fix cold, drafty, or bowed ist-level floors 

r V J 

*Valid on Cowleys Crawl Space Encapsulation Systems of --$2,000 or more. 

Cannot be combined with any other offer. Must present coupon at time of 
s service. Limit one coupon per household. Residential Service Only. r c 


Visit Us On The Web 1 
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specializing in Custom Interior Trim Work: 

Crown Molding, Window & Door Trim, 
Wall Trim, Coffered Ceilings & More 

Serving the Entire Central Jersey Area 


iu664( 


y Owned & Operated 
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10% OFF 

ANY SERVICE 




FIRMUS 

WOODWORK 


Just mention this ad! 


848 - 228-2329 

www.firmusllc.com 
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AFFORDABLE 

ARCHITECTURAL 

SERVICES 


COMMERCIAL • RESIDENTIAL 
INTERIORS 

NJ Licensed Architect 


State Of The Art Computer 
Enhancements 


Exceptional Turn Around Time 
Twenty Years Experience 
Free Initial Consultation 


Consult an Architect 
Your Best Investment 


732 - 766-6220 


GREG’S HOME REPAIRS 





900 - 239-8295 



House Painting - Interior & Exterior 
Gutters Cleaned • Power Washing 
Siding • Roofing • Repairs 
Decks Repaired, Stained & Built 
Drywall & Water Damage Repairs 
Kitchen & Bath Remodels 
Windows • Doors 
Ceramic Tile 
Complete Remodeling 


FREE ESTIMATES 
NO JOB TOO SMALL 
VIETNAM VET 


908 - 230-8295 


DON’T TEAR UP YOUR LAWN! 


Revitalize Your Septic Field in a Day or Less Without Excavation 
CALL SEPTIC SERVICES NJ FOR ALL YOUR SEPTIC NEEDS 

1 - 800 - 677-2487 


■LIFT 


m 


NJ HIC # 13VH02280000 
DEP # US438507 j 


.*** • 






Ask us about our 
Septic Field 
Restoration Service, 
the cost effective 
alternative to field 
replacement. 
Repair - Don’t Replace! 


i Septic Warranty 
^ Program Available 


ft > - ■ 




OUR SERVICES INCLUDE: 

Certified Septic Inspections • Septic Maintenance • Soil 
Testing • Septic Restoration Service • High Pressure 
Water Jetting • Pipe Cleaning & Root Removal • Septic 
to City Sewer Conversions • Septic Closures • Video 
Pipe Inspection & Location Service • Sewer Line & 
Septic System Repairs • Installations • Bio-Treatment 

#1 IN CUSTOMER SATISFACTION 

We are a full service, licensed & insured environmental company. 
Registered with NJ Dept, of Environmental Protection’s registered 
Onsite Wastewater Treatment System Professionals. National Onsite 
Foundation Certified. Active members of the following organizations: 
NJ Septage Management Association, PA Septage Management 
Association, National Environmental Health Association 
We are The Realtors’ Choice and AARP Member Preferred. 


25 Years 
of Experience 



OCTOBER SPECIAL 

FREE 3 YEAR 
SEPTIC 

ANY SEPTIC RESTORATION SERVICE WARRANTY 


$250 OFF + 


Cannot be combined October only. 


Septic Services NJ is a division of 
^ Statewide Environmental 


www.septicservicesnj.com 


'H 

ti 




« 
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FOR 12 MONTHS 

LIMITED TIME OFFER 
, With Approved Credit. 


mm in the Best for LESS... BUmmm 

2014 FOR HIGH FFFICIFHOY 

AIR CONDITIONING & BEATING 

stancoclimate.com 


' Financing Available FREE ESTIMATES • SALES 

1 7 Day Emergency Service 


Radio Dispatched Trucks 
■ Residential 

1 Factory-trained Technicians 
' Licensed, Fully Insured 
NJ HIC #13VH01 504200 


turn to the experts" 


1 - 800 - 226-6596 

StancoClimate.com 


1 Large Inventory Available 
1 Quality Installation 
1 In Your Area for 29 Years 
1 Financing 
Duct Work Upgrades 


JG 


2014 

REBATES 

NJNG, 
JCPL 
Warm & 
Cool 

Advantage 
Carrier 
total up to 


$2,200 


Fall Special 

$250 OFF 

Carrier 

Air Conditioner 

Models: 24ANB7 • 24ACC6 
$500 Utility Rebate 

Up To 20.0 SEER 

1-800-226-6596 

732-972-5355 


1 r • 


Cannot be combined with other coupons or specials. 


Fall Special 


$150 


Carrier Gas 
Furnace 

Carrier Models: 59MN • 59SP5 I 
Plus! Up To $500 Save Green & I 
$250 Warm Advantage Rebates I 

1-800-226-6596 | 

732-972-5355 


Heating 
Tune-Up or 
7 Day Service i 


i 


i 


j Repairs May Require Additional 
Parts if Needed 
| 1-800-226-6596 

732-972-5355 


J L 


Cannot be combined with other coupons or specials. 


^ Cannot be combined with otter coupons cr specials. 
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Delivery and pick-up of 10-30 yard 
dumpsters: concrete, asphalt, brick, block, 
clean wood, petroleum contaminated soil, 
scrap metal, construction & demolition 
debris, bulky waste & more. 


ttfF 


Any Container > 

Mention coupon upon ordering. One I 
tim8 only. Not vaild with other offers * 
or prior purcha ses. Expires 11/1/14. j 


M*>NTECALVO 

Disposal Services 
732 - 738-6000 

75 CROWS MILL ROAD | WOODBRIDGE TWP | NJ 
www.BayshoreRecycling.com 
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Landscape Design ft Installation UC #0733887 
Landscape Renovation / Removal 
Professional Lawn ft Grounds Maintenance 
Paver Walkways / Patios / Driveways 
tive ft Structural Retaining Walls • Formal Gardens 
stom Ponds • Waterfalls • Drainage Solutions 


FREE ESTIMATES • FULLY INSURED 

732 - 297-6966 

www.iovinolandscaping.com 


$150 OFF ! 

any Project Over I 
$ 1500.00 

With this ad. Expires 10/31/14 


10% OFF 


Any Tree 
Removal Service 

With this ad. Expires 10/31/14 Qjgj] 


AIR CONDITIONING 
FALL 

I REPLACEMENT 
| Up to 3 Ton 
I 13 SEER R 22 
AC Unit 


RESIDENTIAL & COMMERCIAL 
NEW CONSTRUCTION SPECIALIST 
QUALITY IS OUR GOAL 
& 24 HOUR 

| EMERGENCY SERVICE 

FREE FINANCING 
Up To 36 Months 
No Interest 


free 

estimates - 

Call for your — 

—^appointment, 

SALES 

SERVICE 

INSTALLATION 

We Service 
All Makes & Models 


I COMPLETE SYSTEMi 
REPLACEMENT 

I (DIRECT REPLACEMENT) I 
| Up to 100,000 BTU | 
I 80% Furnace & i 
1 Up to 3 Ton 14 SEER I 
I Coil & AC Unit I 


! $5500 


All Services 

For Senior Citizens 
„ or Military 


EEbES llMES 


Licensed & Insured 

NJ HIC REG #13VH04242900 
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RESIDENTIAL 

COMMERCIAL 


Schedule Your 
Fall Projects 


If You Can Dream \t, Y\!e Can Do It! 


Estimate 
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MACK QUALITY 


04t 


m Providing 
Professional 
Craftsmanship 
Since 1976 


Fully Licensed 
& Insured 
NJHIC 

#13VH06264500 
PA Lie 
#080839 


All Home Repairs. 

Do a simple facelift or a 
complete remodel of your home. 
Attic to basement. Curb to curb. 
Please give us a call to get that 
“ Honey-Do ” list done. 


M1ICK / H.I.S 


LLC 


Home Improvement Specialist 

800 - 403-9495 

www.MACKHIS.com | MACKHISl@gmail.com 




925 Fairmount Ave 349 Rl 22 East 

Elizabeth, NJ 07201 Greenbrook, NJ 08812 
PH: 973-494-9549 PH: 732-868-81 79 

IX: <>08-289-8887 FX: 732-868-8198 

Email: ContractorDirectWindows@hotmail.com 

www.ContractorDirectWindows.com 


CONTRACTOR 

DIUECTW1ND0WS 

REPLACEMENT & NEW CONSTRUCTION 

VINYL WINDOWS 

WE SPEAK SPANISH 


Open to the Public 

(Builders, Contractors & Homeowners) 

Free Estimates 
Installation Services 
Glass/Screen Repairs 

Over 500 Windows In 
Stock Ready for Pick-Up 

FREE CONSULTATION 

just Mention This Ad 


Fully Insured. Certified Roof and Chimney Experts 


Roofing: 

Repairs, Attic 
Fans - Solar and 
Electric, 
Residential & 
Commercial 
Roofing 


Chimneys: 

Repaired, Rebuild, 
Relined, Flue Liners 
Repaired or 
Replaced, Chimney 
Caps, Interior & 
Exterior inspections 


Credit Cards Accepted 


License #13VH03881100 


Masonry: 

Steps, Sidewalks, 
Foundation and 
Structural Repairs, 
Bricb & Block Work 

Siding: 

Installation & Repair 

Carpentry: 

Additions, Garages, 
Basements 


Residential & Commercial 
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Masonry 8 Paver Installation Craftsmen 



Free Estimates 


^ ^^ ^^iveways 

IITSteps & Stoops 
"^Retaining Walls 

Outdoor Living- 
Areas & BBQs 

Stone Veneer 
~ Bluestone 

-^Rower .Washina 

■M^eaiing 


^ Classical Pavers 
973 - 852-3551 

11 www.ClassicalPaversNJ.com 

Fully Insured & Registered NJ HIC REG #13VH08132300 


Roofing 

Shingles | Rubber | Metal 

Siding 
Cedar Shakes 
Soffits 
Fascia 
Windows 
Enclosed Porches 
Gutters 
Leaf Guards 

HILLCREST ROOFING & SIDING i FREE RIDGE VENT 

CHRIS & AARON STOLTZFUS ! with Any Complete 

717 - 951-7263 Roofing or Siding Job 

FAX: 610-273-7162 


With this ad. Expires 11/1/14. 
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EXTERIOR HOME IMPROVEMENTS 


To Advertise Call 732-780-7474 Fax 732-414-1736 Email info@homeimprovementguides.com 



Please Say You Saw It In The Home Improvement Guide 



Serving 
New Jersey 
Pennsylvania 
Delaware 


References 
Available 
Fully Insured 


Interior & Exterior 
Residential & Commercial 
Custom painting 
Staining & Refinishing 
Aluminum & Vinyl Siding 
Painting 
Stucco Painting 
Popcorn Ceiling Painting 
Brush • Roller • Spray 
Application 
Wall Paper Removal 
Drywall Repair 
Power washing 

609 - 968-7313 

ghpainting@hotmail.com 


Keep the GREEN in your pocket with... 

grknemeier. 


PLUMBING 
& HEATING 


Oil to Gas Conversions 
Boilers & Water Heaters 
Well Pumps & Drain Cleaning * 
Radiant Floor Heating 
All Your Plumbing Needs 


RESIDENTIAL & COMMERCIAL: 
NEW & OLD CONSTRUCTION : 


Fully Insured • NJ Lie. # 12460 

FREE In-Home Estimates 

Eric Greenemeier 

201 - 317-0953 \ 

Email: ericerg1979@gmail.com 



Restaurant Gift Certificate 


Compliments of 
HOME IMPROVEMENT GUIDE! 


Mail To: $300 Giveaway • 620 High Bridge Rd. • Colts Neck • NJ • 07722 

or Fax to: 732-933-9445 


Address: 


City: State: Zip: 

Location where book was picked up: 

Specify Name of Supermarket, Restaurant, Drug Store, etc. 

City: County: State: 

One entry per household per envelope per contest period. 

Drawing will be 12/31/14. All information must be completed to qualify. 


Name: 


October 2014 

Visit Us On The Web @ www.HomeimprovementGuides.com 


33 



p**- ' I 


Please Say You Saw It In The Home Improvement Guide 



Do You or a Loved One Struggle on the Stairs? 


Perfect for anyone with arthritis, COPD or any mobility issues 
Indoor and Outdoor stairlifts available for virtually any staircase 
Buy direct from the manufacturer and SAVE! 

* Local service and support 


CALL FOR A FREE, LIFE-CHANGING 

INFORMATION KITANO DVB! 




re only stairlift to earn the 
Fuse of- Use commendation 
from the Arthritis Foundation. 



1 - 800 - 370-1305 


ACORN 

STAIRLIFTS 


LIMITED TIME OFFER! 

$250 OFF * 

PURCHASE OF A NEW STAIRLIFT! 
EXPIRES October 31, 2014 


valid on previous purchases. Not valid with any other offers or discounts. Not valid 
refurbished models. Only valid towards purchase of a NEW Acorn Stairlift directly 
_from the manufacturer. $250 discount will be applied to new orders placed before 
October 3 1, 2014. Please mention this ad when calling. 
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TILE & BATH 


WWW.MYHOUSEKITCHEN.COM 

908 - 258-8774 

2570 ROUTE 22 E, UNION NJ ©70&3 


PSart * .KjWhen* artl Bttmtgams wish 20 

KAetwn C#t»n«s 
Graral* t Quartz Gourmtefm 
Kitchen, Bohmom * float Tito namat Stones _ 
ss SadLachrsh - 


Granite & / 
Marble 
Countertops 

Starting at 


per sq. ft. 


Please Say You Saw It In The Home Improvement Guide 

KITCHEN CABINETS 


LOW FACTORY-OIRECT PRICES 

2 «%- 50 % BELOW 

HOME CENTER PRICES 


18 Ft SOLID WOOD CHERRY CABINETS SOFT- 
CLOSE DOOR AND DRAWERS STARTING AT 


$1399 


rtauri 


( With this ad. 

^Limited time offer. 

1-2 Day Turn Around • Middle Man 
500 Color Selection No 
Guaranteed Satisfaction 
Installation Available 




WHOLE KITCHEN REMODELING 
we offer installation 
and construction services 
My House Inc. is licensed and insured 


10 FT SOLID WOOD AMERICAN MADE CABINETS 
STARTING AT <3 Colors To Choose ) 


$1999 


W©LF Aristokroft 

Tlr CLASSIC CABINETS "*»*»***"***?** 


CN 


FREE 

Cutting 

Board 

with the purchase 


I Eagle Stone Countertops f 
1 908-209-0640 1 


j With this ad. 


.Limited time offer. 


EAGIISTONE 
COUNTERTOPS 
908 - 209-0640 

Granite • Marble • Quartz 
Travertine • Tile Backsplashes 

f FREE 

Stainless 
I Steel Sink 

, with the purchase 
I of 35 sq. ft. 

f Eagle Stone Countertops 
* 908-209-0640 


Visit Us On The Web 
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COLOR CLASSIFIEDS 

TO ADVERTISE MAIL AD COPY AND $99 CHECK TO 

HOME IMPROVEMENT GUIDE, 440 Route 34, Suite 2, Colts Neck, NJ 07722 
Phone: 732-780-7474 • Fax: 732-414-1736 • Email: info@homeimprovementguides.com 





’I 




#f 




f I KTRIC 


tepms • Hms Wiring 
. TV fwMterwira * ?*mi Qmngm 
Smme * ftntmed Ut0ng 

€^ng fmi * fsws 

Hs&tms * Swsfcs Setmter* 
Stmdfoy ©merateri • f 'rmsfm §*mtm 
tntm'mt it Wiring. 

-325-1777 

mmArgelttstnittim^m Mi $i§7*n | 



TMD SERVICES 



NJ HIC REG #13VH07979400 


Hot Water Heaters 
Installed 

Sump Pumps 
Mini Excavating 
Drainage 

Interior & Exterior Door 
Installation 


We take pride lit &m work 

908 - 947-6350 


Serving Central NJ 
Full/ Insured 

tunis 1 986@live . com 


names I 
mumm 

SERVICE U 


I Charge by the Hour, NOT by the Job! 


732-689-3535 


This Size Ad 

Only $99 
Monthly 

& The Next 
2 Months 




New Advertisers Only 


CROWN MOLDING NJ 



www.r rrjvvnrriolflinj/rij.r orn 

* C rown Molding 

* Wfiin.se oiinj-J 

* M firth*, Is 

* fiuilf ins 



lies i Maifri-iis t 
I'.if *' Ilf M < /.illtun .jtiotiJp 
< .ill t/S hn YOUI 
I HM I'lflMAII 


^ Fall 
Special 

10% OFF 

^wilh this ad^ 


732-780-7474 1 7 t2 Ci00- 1 if* t 


Wl U PAINTING 


10% OFF 


— 1 — -Mm MM — MM -J 

ft aiai ttafl I Afsb (C fcaini an j fiou/A* U^/hina 
| Ww 1 rPw 

732 - 558-2830 

m www.CyraxPaintin q.com 


1-888-348-8832 

(HITTER DOCTOR 

ROOFING 

□LEAF REUEF *| 

GUTTER PROTECTION THAT REALLY WORKS 

Lic siaa is I H SU fB i -N J H I M 13VH0K4M 


LJ ASSOCIATES 
CONTRACTING, LLC 


Building/Property Maintenance 
& Repair Service 


Interior Demolition 
Property/Site Clean-Ou! 

Building Restoration f - 
Sale/Rental Repair \%J 
Insurance Solutions Savings!!? 
Security Breach/Board ‘ ' 

Safety Equipment Installation 
Closet Solutions Jo® 

Window Treatments Ti®0 Small? 

Balcony Maintenance & Repair 
Hardware Installation 

Over 13 Years 6> Always a Free Estimate 


201-213-8151 

Psh *i t > f \ / 4417 
I j at 5 5 i r i j r r t a i I '.'trr 
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FREE 

Closing 


with purchase 


DISCOUNT POOL 
SAFETY COVERS 


Pick Up New Sheds 
Used Sheds 
b Small 


Professionally Installed 
12 Year Warranty • Free Estimates 

FREE INSTALLATION 

732 - 608-4310 


This Size Ad 

Only $ zj~j 
M onthly 

& The Next 
2 Months 


New Advertisers Only 

Call: 

732-79V-7474 


732-787-5195 


Toolbox & Son Home Improvements 


Attic Fans, New Motors & Blades 
Bathroom Renovations 
Basements Finished 
Ceramic Tiles 
Closets 

Cabinet Roll-Out Drawers 
Ceiling Fans 

Doors, Interior & Enterior 
Bilco Basement Type, Patio 
Doors, Pet Doors, Shower Doors 
Door Knobs & Hardware 
Decks, Built or Renewed 
Drywall & Taping 
Exhaust Fans 
Faucets 


Fence Installation & Repair 
Flooring - All Types 
Garage Organization 
Grills Assembled 
Handicap Ramps 
Hand Rails 
Kitchen Appliances 
Kitchen Remodeling 
Light Fixtures 
Molding - All Kinds 
Painting 

Patio Sets Assembled 
Porcelain Tiles 
Pressure Washing 


Railings 

Screen Replacements 
Screen Rooms Installed 
Sheds 

Shelving Units 
Shower Grab Bars 
Sinks 

Suspended Ceilings 
Swing Sets 
TVs Mounted 
Wainscoting 

Washer/Dryer Hook-Ups 
Water Damage Repairs 
Windows 


family Owned & Operated for Over 25 Years • Free Estimates • fully insured • iU HIC #130110 1B2U1QU 

Steve: 917 - 363-6184 • 908 - 692-4413 


One Call Does ItAlLJUl Types of Installations & Repairs 

EweriHfgrkniaiisliip • Reasonaiiie Rates • Courteous Service • finest Materials • Ail Jabs Roue in a Clean a Sale Environment 


Va;/=f=l 


PLASTERING 

SHEETROCK • TAPING 

INTERIOR & EXTERIOR PAINTING 

KITCHENS -BATHROOMS 

FINISHED BASEMENTS 

SUSPENDED CEILINGS 

FREE ESTIMATES 
licensed & Insured • 13VH03670800 

CALL ANTHONY FOR RELIABLE SERVICE 
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LLC 

Sheetrock * Spackle * Carpentry * Tile Work 
Metal Framing * Bathroom & Basement 
Remodeling* Hardwood Flooring Installation, 
Sanding, Staining, Refinishing 
Call Steve at: 

908 - 894-2085 

Residential & Comment • NJ HiC <r 1 3VHut,6 1 5800' 


Residential / Commercial 
Interior & Exterior Painting 
Brush-Roller-Spray Applications 
Light Carpentry: Crown, Chair 
& Floor Molding Installations 
Drywall Patching, 
Finishing, Installation 
Kitchen, Bathroom & Basement Remodeling 


Powerwashing • Wallpaper Removal 

Affordable Rates - Serving Central NJ 
Free Estimates - Fully insured 
NJ HIC# 13VH04952800 


COLOR CLASSIFIEDS 

TO ADVERTISE MAIL AD COPY AND $99 CHECK TO 

HOME IMPROVEMENT GUIDE, 440 Route 34,' Suite 2, Colts Neck, NJ 07722 
Phone: 732-780-7474 • Fax: 732-414-1736 • Email: info@homei mprovementguides.scom 


Siding • Framing * Decks 
Doors & Windows 

Tile • Carpet * Painting « Sheetrock 
Basements • Roofing 

Landscaping * Demolition * Debris Removal 
CALL HUMBERTO 

732 - 219-9791 


\.i hr: #i:n ii»2»u8 ioo 













Stamp Concrete 
Pavers • Walkways ^ | 
Patios & Driveways 
Retaining Walls & Stone 
Demolition & Debris Removal 


Free trr.tisnares 

FuF-Lf Lice* ued & I tunned 

East Brunswick, NJ 


WWW. .com 
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COLOR CLASSIFIEDS 

TO ADVERTISE MAIL AD COPY AND $99 CHECK TO 
HOME IMPROVEMENT GUIDE, 440 Route 34, Suite 2, Colts Neck, NJ 07722 
Phone: 732-780-7474 • F ax: 732-414-1736 » Email: info@home improvementguides.com 


A.R 

PAINTING SERVICES 

Interior & Exterior Painting 
Power Washing 
Deck & Interior Staining 
Polyurethane Finishes 
Cabinet Refimshing 
Wallpaper Hanging & Removal 
Epoxy Floor Finishes 
Gutter Cleaner 

New Installation & Repair of Moldings 

732 - 529-5799 

908 - 500-8977 


Estimate* * Family Owner • Putty Insured 

e, cu»m i i tt«cm.«wt i«m - nj me s*s rovwemjsoo 


EXCELLENT 

PRICES 

Contractors & Other 
.Professionals Welcome 

908 - 296-8964 

ANDREW 

Email: mjsale@gmail.com 


& i ne Next 
2 Months 


New Advertisers Only 

Call: 

732 - 780-7474 


with over 20 years of experience 
residential and commercial 
interior and exterior painting/power 
washing 

great low price, free estimates 
fully insured 

pis call LEVIN TAURINO @ 917-717-1774 


Call Lou at 732 - 598-8520 

All Your Landscaping 
& Handyman/Home 
Maintenance Needs 

mBm mmm ! 

The only finger you need te im is the one to dial 
your phone! Remember. It you ask l may de It! 


FREE ESTIMATES 
FULLY INSURED 

N] HIC 813VH06663400 

Will Beat Any 
Written Estimate! 


REMOVAL OF STUMPS 
6t ROOTS OF ALL SIZES 
WE’LL BEAT 
ANYONE’S PRICE 


908 - 720-2662 

732 - 248-8179 


Kitchen & Bathroom Remodeling 
Tile Work • Wood Flooring 
Carpet Installation • Granite Installation 
Interior & Exterior Custom Painting 
Power Washing 
Gutter Cleaning & Repairs 

732 - 925-9118 
973 - 704-0220 


OBIS 


NJ HIC REG #13VH045«5«00 


an 
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KILLS MOLD, MILDEW, FUNGI 
AND PREVENTS THEIR RETURN. 

With our 4-step patented process for treating mold & solving 
the moisture issues that cause mold, you can be back in your 
house usually in less than a day*. The mold will be gone... 
as well as the worry! 

Non-toxic bioremediation is the solution. 

Available only through licensed pest control operators. 




MOLD SOLUTIONS 


FEATURING 


MdklL*term 

ffTheeasv answer to a dirtv pnjblenp 


$250 

$500 


Off Cowleys Mold Treatments 
of $ 2,500 or more. 


Off Cowleys Mold Treatments 
of $ 6,000 or more. 


•Most mold removal jobs can be finished in less than a day. 
Every job can vary based on scope of damage. 

PCO licence #97834A 

Member of BBS. NPMA, NJPMA. NWCOA, NJWDCA, CAI, IREM. 
BOMA NJ. and IAQA 


CowleysMoldSolutionsHome.com 

888 - 778-2509 


‘Cannot be combined with any other offer. Must present coupon at time . . . 

*. Limit one coupon per household. Residential Service Only. Utter expires O9/3O/I4 




HEATING & COOLING 

732 - 423-80 1 3 

24 Hour Emergency Service 

Certified & Licensed | NJ HIC REG #1 3VH05806000 


LET’S DO YORK 


10 Years Parts & Labor Warranty 
Residential & New Construction 
Replacement | Repair | New Installation 
Best Price Guaranteed 
Up to $3,000 In Rebates 

\ENNDXy | 


732-423-8013 | 908f3¥2W08_ 

www.letsdoyork.com 


TRANK 


OWMB FUJITSU 
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MASONRY CONTRACTORS 

CUSTOM HOME BUILDERS & RENOVATION EXPERTS 


Specializing In Ail Types 
of Masonry Including: 

> Custom Concrete •; 

• Stamped Concrete • Pavers 

• Brick Work • Retaining Walls 

• Driveways, Steps & Patios 

• Fireplaces 

• Brick Pizza Ovens 
& Barbeques 

• Asphalt Driveways 

• Basement Waterproofing 

• French Drain Systems 

Renovation Specialist: 

• Additions 

• Remodeling 

• Kitchens & Baths 

• Basements 

• Flooring (Hardwood, Tile, 
Marble & Granite) 

• Custom Trim Packages 

• Roof Replacement 

• Storm, Flood & Wind 
Damage Repair 


Any Job 
Over $2,500 

Must Mention this ad. 
Offer Expires 10/31/14. 




10 EDITIONS TO TARGET YOUR MARKET 


NEW JERSEY 


Zone 01: North Jersey ' v. 

Covering Bergen, Passaic, Morris, Essex, Hudson & Sussex [ 

Zone 02: Central Jersey 

Covering Middlesex, Somerset, Hunterdon, Mercer, Union & Warren 

Zone 03: Monmouth / Ocean 

Covering Monmouth & Ocean 

Zone 04: South Jersey 

Covering Burlington, Camden, Gloucester & Atlantic 2 Months 


Zone Si 

Pocono Mountoins 

/J 

Zpn» 6t\ } Mi 

Lehigh Valley 


PENNSYLVANIA 


FREE 

Advertising 




Zone 2: 

Central Jersey 

!one 7? 

Greater 

Philadelphia Zone 3: 

Monmouth 

f X Ocean 

Zone 4i 
Sooth Jersey 


Zone 8: 

Staten Island/ 
Brooklyn 
& Queens 


Zone 05: Pocono Mountains 

Covering Wayne, Pike, Monroe & Carbon Ne 

Zone 06: Lehigh Valley 

Covering Northampton & Lehigh 

Zone 07: Greater Philadelphia 

Covering Bucks, Montgomery & The Main Line 


NEW YORK 


Zone OS: New York • Covering Staten Island & Brooklyn 

Zone 09: New York - Covering Orange & Rockland 
Zone 10: New York - Covering Westchester 


sers Only 

Zones 

1,2, 3, 4 or 7 

Zones 

5, 6, 8, 9 or 10 

Quarter 

B&W 

$195 

$125 

Page 

Color 

$295 

$195 

Half 

B&W 

$325 

$195 

Page 

Color 

$425 

$295 

Full 

B&W 

$425 

$295 

Page 

Color 

$625 

$395 


5% OFF 2 Zones, 10% OFF 3 Zones 
15% OFF 4 Zones 


ADVERTISING THAT REALLY WORKS! 

Ph: 732-780-7474 • Fax: 732-414-1736 • info@homeimprovementguides.com 
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RS • MASON 


ROOFING 


CHIMNEYS 


GUTTERS 


SIDING 


MASON RYyi 


STEPS 


“We Will Beat Any Competitor’s 
Written Estimate ” 


CHIMNEYS 

repaired, rebuilt, 
relined, cleaned & 
capped, animal & 
nest removal 

SIDING 

installed & repaired 


PAVERS/MASONRY 

steps, sidewalks, 
driveways, pavers, 
foundation repairs & 
waterproofing, 
all brick & block work 
& retaining walls 


ROOFING 

NEW roofs, re-roofs, 
flat, shingles & 
all repairs 

FIREPLACES 

cleaned, repaired & 
dampers installed 


GUTTERS 

cleaned, repaired, 
screened & installed 

WATERPROOFING 

Foundations 
French Drains 


SERVING ALL 
OF NEW JERSEY 


•300 

OFF 

ANY NEW STEPS 
OR REPAIR 

all types of masonry 
any job over $3,500 

Must present coupon after 
estimate. Cannot be combined 
with other offers or specials. 
Offer expires 10/31/14. 


800 - 720-2816 


NJ HIC#13VH08048600 
FULLY INSURED 


•45 
Gutter! 

Cleaning! 

Average Size House 


With this coupon only. 
Not valid with other offers 
or prior services. 
Offer expires 10/31/14. 


*800 

OFF 

ANY COMPLETE 
ROOFING & 
SIDING JOB 

Over $5,000 

With this coupon only. 
Not valid with other offers 
or prior services. 
Offer expires 1 0/31 /l 4. 


* 29 " 

Chimney 

Cleaning 


With this coupon only. 
Not valid with other offers 
or prior services 
Offer expires 10/31/14. 


$ 45 " 

{Chimney 
Rain 


With this coupon only. 
Not valid with other offers 
or prior services 
Offer expires 10/31/14. 


*350 

OFF 

ANY 

WATERPROOFING 

JOB 

Over $5,000 

Must present coupon after 
estimate. Cannot be combined 
with other offers or specials. 

^^OffeMixpire^)/3VM^^ 


ROOFING • SIDING vG 


Call For Your FREE Estimate Today • FREE INSPECTIONS! 

100% CUSTOMER SATISFACTION GUARANTEED! 

Your Full Service Provider • Senior Citizen Discount 




PRSRT STD 
US Postage Paid 
PhilaPA 191 
Permit # 7508 



AliM J 


SIDING ■ ROOFING ■ WINDOWS ■ DOORS 


LIFETIME 

iSPLUS 


lVCVi f UUltlf 


HOME FOREVER 


As the number one most trusted source for replacement 
products, Nationwide is fully committed to all of our products, 
as well as all of our customers. We stand behind every door, 
every window, all siding and every roof that we install. i 



Nationwide 

Window & Siding® 


100% FINANCING 

l-YEAR NO INTEREST AVAILABLE 
CALL TODAY FOR FREE ESTIMATE 

1 - 077 - 716-6031 

www.nationwiflewindow.com 


20 % 




I 


CUSTOM WINDOWS • ROOFING • CASEMENTS • PATIO DOORS • FRENCH DOORS • ENTRY DOORS • SEAMLESS SIDING 





PREFERRED 

CONTRACTOR 


© 


■ SI 

VISA 


NJ HIC #13VH04769100 ■ NYC #1403582 • ROCKLAND #H-10819-07-38-00 • YONKERS #5451 • WESTCHESTER #WC-25676-H13 • MHIC #101052 • DE #2009605698 • PA #080424 



